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I hereb; appeal to the Board of Appeals fro* the decision 
of ttaa Principal Examiner in tha matter of my appl ice ties for La t tar a 
Patent* for Crjrptegr»»phle System, filed July £6, 1933, Serial Be. 

682,096, which was finally rejected octeber 19, 1920. 

The following are the point* of the decision on which the 
Appeal it taken i 

1* The xaalner erred in finally rejecting- claims X6 to 36, 
Inclusive, on tha ground that the; do act recite « patantnble method 
hat are for the obvious and intended function or use of the apparatus . 

2. The Examiner erred in finally rejecting said elaias 
26 to 34 as faille to define clearly* 

3* The Examiner erred in finally rejecting said claims 
because ef the inclusion therein of a recital of stracturs. 

4. The Fxa*.ia*r erred ia finally rejecting said elaias 
on tbs ground taat no changes of character or condition are effected by 
the practice ef the method. 
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6. Tbo £sMintr arretf in to yau tbo Mil «f9lioati«i 

to lira a* to nld JTTt >«9 of nothod elaliu. 



Boopootfollj aotaaittad, 
Willi** 7. frioOwMi 



Mtornoy* 



